IV. 7. (vi)                                DATA OF BIOS DAMS IN INDIA

The construction was carried under
the supervision of Mr. S. D. Wil-
liam Clerke, Executive Engineer
for Irrigation.

(2) Personnel                                        Mr. S. D. William Clerke, Executive

Engineer.
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